D5080-041 STRIKER PLATE ASSY 
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DIMPLE SKIN OF BOTH PARTS 


0.225 X 100 


FOR CSK RIVETS 
2 PL 


6 


TRANSFER MARK HOLES FROM D5080-3 
TO D5080-1 AND DRILL 
0.128'' 4 PL 


NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER DART QSI 044 METHOD 6.1 
7) WEIGHT: 0.13 lbs 
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D5080-1F FLAT PATTERN 


BEND LINE REF 


NOTES: 
1) MATERIAL: AISI 304/316 STAINLESS STEEL SHEET, 18 GAUGE (0.048" THICK) 
PER AMS 5513 (304) OR 5524 (316) OR ASTM A240 OR ASME SA240 
REF. DART SPEC M304S18GA 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: NONE 
7) WEIGHT: 0.07 lbs 
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NOTES: 
1) MATERIAL: AISI 304/316 STAINLESS STEEL SHEET, 18 GAUGE (0.048" THICK) 
PER AMS 5513 (304) OR 5524 (316) OR ASTM A240 OR ASME SA240 
REF. DART SPEC M304S18GA 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: NONE 
7) WEIGHT: 0.06 lbs 
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